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A precise name should be used when the contents of a container are
homogeneous and are listed by name in the table. More typically, lab-
oratory waste will be a mixture, and a generic description should be
used.

The generator must insert the word "waste" before the proper ship-
ping name shown in the table.

Commonly used generic proper shipping descriptions from Table 172.101
for waste mixtures include the following":

Waste Corrosive Liquid, n.o.s.                                    UN1760

Waste Corrosive Liquid, Poisonous, n.o.s.                   UN2922

Waste Corrosive Solid, n.o.s.                                      UN1759

Waste Flammable Liquid, Corrosive, n.o.s.                  UN2924

Waste Flammable Liquid, n.o.s.                                  UN1993

Waste Flammable Liquid, Poisonous, n.o.s.                 UN1992

Waste Flammable Solid, Corrosive, n.o.s.                    UN2925

Waste Flammable Solid, n.o.s.                                    UN1325

Waste Flammable Solid, Poisonous, n.o.s.                    UN2926

Hazardous Waste, Liquid, n.o.s., ORM-E                   NA9189

Hazardous Waste, Solid, n.o.s., ORM-E                     NA9189

Waste Poisonous Liquid, Flammable, n.o.s.                 NA1953

Waste Poisonous Liquid, n.o.s.                                   NA1955

Waste Poison B, Liquid, n.o.s.                                    UN2810

Waste Poison B, Solid, n.o.s.                                      UN2811

Waste Poisonous Solid, Corrosive, n.o.s.                        UN2928
an.o.s., not otherwise specified.

Chemicals that are classed as DOT Poison A and Poison B must be
listed by chemical name in the shipping description (49 CFR 172.203k)
on the shipping paper. However, an exemption that eliminates the need
for listing more than one poison in a lab pack can be requested from
the DOT Office of Hazardous Materials Regulation (49 CFR 107.111).

If a material qualifies as a DOT-designated hazardous substance and
the quantity in any container exceeds the minimum reportable quantity
(RQ) designated in Table 172.101, column 2, the letters "RQ" must
also be entered in the basic description.

Uniform straight bill of lading forms can generally be obtained from
stationery or printing firms. A sample bill of lading is shown in Figure
D.I.

2.   HAZARDOUS-WASTE MANIFEST (MANIFEST)

EPA and DOT require that a manifest signed by representatives of the
generator and the carrier accompany any shipment (40 CFR Part 262;
49 CFR Section 172.205).